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NATIONAL ADVISORY COMMITTEE FOR AERONAUTICS 
RESEARCH MEMORANDUM 


EFFECTS OF SOME CONFIGURATION CHANGES ON AFTERBURNER 
COMBUSTION PERFORMANCE 
By Shigeo Nakanishi and Charles R. King 


SUMMARY 

An experimental investigation was conducted in a 25.75-inch-diameter 
simulated- afterburner test rig at the NACA Lewis laboratory to determine 
the effects of some configuration variations on afterburner combustion 
performance. The variations included a V-gutter flameholder with the 
maximum gutter-ring diameter reduced from 20 (reference configuration) 
to 17 inches, but with equal projected blockage; an inclined radial- 
gutter flameholder; a tapered- shell afterburner; and a V-gutter flame- 
holder with turbulence generators added. 

The investigation was conducted over a range of afterburner fuel- 
air ratios from lean blowout to about 0.08; afterburner- inlet pressures 
from 750 to 1800 pounds per square foot absolute; afterburner-inlet gas 
temperatures from 1260° to 1660° R; afterburner- inlet velocities from 
about 350 to 650 feet per second; and, in some configurations, after- 
burner lengths from 3-| to 5-| feet. The combustion efficiency, lean blow- 
out limits, and afterburner pressure-loss coefficient of each configura- 
tion were compared at matched inlet flow conditions with a conventional 
high-performance V-gutter configuration taken as a reference. 

The reduction in V-gutter flameholder diameter caused a considerable 
loss in efficiency at flow conditions and afterburner lengths generally 
unfavorable for efficient combustion. At favorable conditions, the loss 
in efficiency was small. The lean limits at high velocities were slightly 
better, and the pressure-loss coefficient at high afterburner temperature 
ratios was somewhat greater, than those for the reference configuration. 
The inclined radial- gutter flameholder gave equal or slightly poorer com- 
bustion efficiency, better lean blowout limits, and higher pressure-loss 
coefficient than the reference configuration. 

The efficiency of the tapered-shell afterburner compared with that 
of the reference cylindrical afterburner having an equivalent combustion- 
chamber volume was approximately the same at an afterburner- inlet veloc- 
ity of 400 feet per second, but degenerated more rapidly with increasing 
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afterburner- inlet velocity. Lean blowout limits also narrowed more 
rapidly as the afterburner- inlet velocity increased. The pressure-loss 
coefficient during afterburning operation was higher in the tapered 
afterburner but practically identical with the cylindrical afterburner 
during nonafterburning operation. 

The addition of turbulence generators 12 inches downstream of the 
gutter trailing edge of the V-gutter flameholder resulted in lower effi- 
ciency, poorer lean blowout limits, and considerably higher pressure- 
loss coefficient than those of the reference configuration, especially at 
the higher afterburner- inlet velocities. 


INTRODUCTION 

The ever-widening spectrum of high-speed flight imposes new and 
greater demands upon turbo jet- aircraft propulsion systems. One of the 
propulsion- system components affected is the afterburner. In designs 
where the use of an afterburner is considered, the specifications become 
quite rigid, not only in terms of performance required at severe oper- 
ating conditions, but also in terms of geometrical changes often made 
necessary by space and structural limitations. 

Afterburner combustion performance is influenced by many individual 
factors and their mutual interaction. Fuel properties and reaction 
kinetics are some of the factors which are chemical in nature. Pressure, 
temperature, and velocity of the mixture approaching the afterburner com- 
bustion chamber are aero thermodynamic factors. Still other factors such 
as flameholder gutter dimensions and gutter arrangement are of a geo- 
metrical nature. These and other factors both singly and collectively 
affect the performance of a given afterburner. For example, the flame 
spreading rate, which controls combustion efficiency, depends upon both 
aero thermodynamic and chemical factors. 

Combustion principles applicable to afterburners, together with re- 
sults of some previous NACA research programs, are summarized in refer- 
ences 1 to 3. The effects of inlet flow variables and afterburner 
combustion- chamber length on combustion performance are reported in 
reference 4. 

As a sequel to the investigation of reference 4, an experimental 
investigation was conducted at the NACA Lewis laboratory to determine the 
effects of some configuration changes on afterburner performance. The 
purpose of this report is to present the final results of this investi- 
gation (some advance information of which is reported in ref. 3) in its 
entirety. 
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The configurations investigated were (l) a reduced-diameter V-gutter 
flameholder, (2) an inclined radial-gutter flameholder, (3) an after- 
burner with a tapered shell, and (4) a V-gutter flameholder with turbu- 
lence generators added. The tests with the reduced-diameter flameholder 
were made in order to evaluate the changes in afterburner performance 
associated with a variation in flameholder gutter-ring diameter while 
holding the projected blockage constant. Some results of comparable 
variations made in a two-dimensional duct are reported in reference 5. 

In practical afterburner applications, reduction of the flameholder gut- 
ter diameter may be necessary to alleviate a serious afterburner- shell 
cooling problem. 

The inclined radial-gutter flameholder was designed to combine the 
simplicity and low- pressure-loss characteristics of the annular gutter- 
type flameholder with the inherent stability and high efficiency of the 
can-type combustor. Such a flameholder, initially designed and reported 
in reference 6, has been successfully used in a ram- jet combustor. The 
present investigation sought to determine the applicability to and the 
performance of this type of flameholder in an afterburner. 

The tapered- shell afterburner was investigated in order to evaluate 
the penalties in performance caused by tapering the afterburner shell to 
conform to space or structural limitations. These limitations axe par- 
ticularly acute in pod-mounted installations and fuselages designed for 
minimum afterbody drag. 

Turbulence generators were mounted downstream of the V-gutter flame- 
holder in order to evaluate the effects of mechanically introducing tur- 
bulence in the fuel-air mixture approaching the flame fronts. Some in- 
vestigators have found a direct relation between turbulence and rate of 
flame spreading. The present tests sought to determine whether such a 
relation would manifest an improvement in afterburner performance. An- 
other investigation of this nature has been conducted over a limited 
range of operating conditions and is reported in reference 7 . 

The preceding configurations were investigated over a range of 
afterburner fuel- air ratios from lean blowout to about 0.08; afterburner- 
inlet pressures from 750 to 1800 pounds per square foot absolute; 
afterburner- inlet gas temperatures from 1260° to 1660° R; afterburner- 
inlet velocities from 350 to 650 feet per second; and, in some config- 
urations, afterburner lengths from a minimum of 3^ feet to a maximum of 

feet. 

Effects of each configuration change are shown by comparison with 
the performance of a conventional V-gutter configuration taken as a ref- 
erence. The reference configuration is representative of good present- 
day design, and its performance is presented over a wide range of oper- 
ating conditions in reference 4. All comparisons were made at operating 
conditions matched as closely as possible. 
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APPARATUS 

Installation 


A schematic layout of the simulated- afterburner test rig is shown 
in figure 1. Combustion air controlled at the inlet airflow valve was 
preheated by the direct combustion of fuel in eight turbojet combustors. 
The hot gases attained a uniform temperature in the mixing chamber. The 
air measuring screen ahead of the diffuser served to meter the gas flow 
and also to promote a circumferentially uniform flow distribution in the 
diffuser flow passage. Fuel introduced into the gas stream through fuel 
bars formed a combustible mixture which was ignited and stabilized on 
the flameholder. The variable-area nozzle at the exit of the afterburner 
permitted control of the afterburner- inlet velocity at any afterburner 
temperature ratio and pressure. Other details of the test rig and its 
operation as well as a description of the reference configuration may be 
found in reference 4. The basic inside, diameter of the afterburner was 
25.75 inches. Geometrical details and dimensions of the reference- 
configuration flameholder are shown in figure 2. The projected blocked 
area of this flameholder was 29.6 percent of the afterburner cross- 
sectional area. 


Configuration Changes 


Reduced-diameter flameholder . - A schematic sketch of the reduced- 
diameter flameholder is shown in figure 3. The maximum diameter of the 
outer gutter ring was 3 inches less than that of the reference config- 
uration, thus increasing the distance between gutter edge and afterburner 
wall from 2.875 to 4.375 inches. The total projected blocked area, as 
well as the number of gutter rings and interconnecting gutters, was held 
constant. This resulted in gutter elements that were 0.5 inch wider than 


the reference elements. Constant-diameter afterburner shells of 3^ and 

i 2 

5 2 feet in length were used in the investigation. 


Inclined radial- gutter flameholder . - Two views of the inclined 
radial-gutter flameholder are shown in figure 4. The photograph of fig- 
ure 4(a) shows the front view or the view looking downstream in the di- 
rection of the gas flow. The central V-gutter ring and the outer half- 
V-gutter ring (the straight side of which extends to form a cooling 
liner) are interconnected by radial gutters inclined in the direction of 
the flow. 


A schematic diagram of the configuration with the flameholder in- 
stalled is shown in figure 4(b). The long cooling- liner configuration 
constructed by welding a hollow cylindrical shell to the original cooling 
liner is indicated by dotted lines. The afterburner length for both the 

short- and long-liner configurations was 4^ feet. 
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Tapered- shell afterburner . - A schematic drawing of the tapered 
afterburner is shown in figure 5. The basic cylindrical afterburner di- 
ameter was maintained 6 inches downstream of the trailing edge of the 
flame holder, followed by a degree of taper selected on the basis of the 
most rigid space requirements expected of a typical aircraft installation. 
The particular afterburner used in the present investigation had a 5° 
wall taper and 14.3 percent less afterburner volume than a cylindrical 
afterburner of the same length. 

A series of fixed-area conical exit nozzles were used in place of 
the adjustable- area exhaust nozzle, which fits only the reference- 
configuration afterburner duct. Afterburner- inlet velocity was thus 
varied by changing the fixed-area nozzles. 

Turbulence generators . - The two types of turbulence generators 
added to the reference- configuration flameholder are shown in figure 6. 

The turbulence generator of figure 6(a) owes its origin to the tip- vortex 
generators often used to improve subsonic-diffuser performance. The 
radial-vane mixer of figure 6(b) consists of thin vanes twisted and 
mounted to impart flow deflection and rotation. Mixers of this type have 
been used in the diffuser passage of some turbojet compressors to promote 
a more uniform velocity profile. 

Schematic diagrams of the turbulence generators in the installed 
position are presented in figure 7. Both types of generators were 
mounted between the two flameholder gutter rings 12 inches downstream of 
the gutter trailing edge. This particular position was the only one 
tried, although other positions were expected to give somewhat different 
degrees of performance. The cylindrical- afterburner- shell length for 

both installations was feet. 

2 


Instrumentation 

Figure 8 is a schematic diagram of the afterburner indicating the 
location of the instrumentation stations. Total and static pressures 
were measured at stations 3, 4, 7, and 11. Afterburner- inlet temperature 
was measured at station 5. Other details of the instrumentation used at 
each station and associated recording equipment such as manometers and 
temperature recorders are given in reference 4. 

Two of the four configuration changes investigated required modi- 
fication of the reference- instrumentation layout. The inclined radial- 
gutter flameholder necessitated omission of the total-pressure survey 
rake at station 7 , because the forward portion of the flameholder pro- 
jected upstream into the diffuser passage. In the tapered- afterburner 
configuration, the total-pressure survey rake at station 11 was mounted 
just downstream of the conical nozzle so that the probe tips were lo- 
cated about l/4 inch upstream of the nozzle-exit plane. 
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PROCEDURE 

The operational procedure used with each configuration was essen- 
tially identical with that described in reference 4. Airflow rate was 
set by the inlet control valve , and the afterburner- inlet temperature 
was held constant at the desired value. Afterburner fuel was then in- 
jected and ignited. The exhaust pressure was maintained at a sufficient- 
ly low level to assure choking pressure ratio across the afterburner 
exhaust nozzle. A range of afterburner fuel-air ratios was covered by 
varying the afterburner fuel flow, while the afterburner- inlet velocity 
was maintained constant by adjusting the variable-area exhaust nozzle. 

A slightly different procedure was followed in the case of the 
tapered- shell afterburner, wherein the fixed- area conical exhaust nozzle 
made the afterburner- inlet velocity a dependent function of afterburner 
temperature ratio (or fuel- air ratio). Consequently, a range of 
afterburner- inlet velocities at a given temperature ratio was established 
by using fixed-area nozzles of various sizes. 

The fuel used throughout the investigation was MIL-F-5624A, grade 
JP-4, which has a lower heating value of 18,725 Btu per pound and a 
hydrogen- carbon ratio of 0.172. 

Computational and data-reduction procedures were likewise identical 
to those outlined in reference 4. The actual combustion temperature 
used to define the combustion efficiency was calculated from the one- 
dimensional- flow continuity equation applied at the effective nozzle- 
exit area, where flow at sonic velocity was assumed to exist. 

Afterburner- inlet, flow conditions were computed from temperature 
measurements at station 5 and pressure measurements at station 7. In 
the case of the inclined radial- gutter flameholder, however, afterburner- 
inlet conditions were defined and compared with the reference configura- 
tion on the basis of pressure measurements at station 4 and temperature 
measurements at station 5. 

A list of symbols used in the report is given in appendix A. Defi- 
nitions and details of the calculation methods are presented in appendix 

B. 


RESULTS AND DISCUSSION 

The over- all combustion performance in an afterburner is contingent 
upon a mutual interaction of variables and upon the relative efficacy of 
each variable in the presence of other variables. Such tendencies and 
evidences of interaction for a conventional afterburner configuration 
are reported in reference 4. The configuration changes and the discus- 
sions which follow are intended to show the gross effects of geometrical 
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changes upon the over- all afterburner performance rather than to find 
the detailed mechanism which brings about the effects. Wherever existing 
evidence strongly indicates the cause of an effect, however, possible 
explanations are suggested. 

The result of each configuration change is evaluated by comparison 
with the performance of the configuration of reference 4, thus providing 
a point of common reference for all configurations. 


Reduced-Diameter Flameholder 


Combustion efficiency . - Flame spreading is considered to be one of 
the factors governing combustion efficiency. Results of flame- spreading 
studies made in a rectangular duct are reported in reference 5. It is 
concluded in these studies that baffle width and blockage (up to 50 per- 
cent) had little effect on the rate of flame spreading, but that the 
degree of flame spreading depended on the distance the flame must spread 
from the center of a baffle to a wall or to a plane of symmetry. The 
shorter this distance, the greater the initial flame spreading. On the 
basis of these results, it may be surmised that a given level of effi- 
ciency can be obtained in a shorter afterburner when the degree of flame 
spreading is high; that is, when the distance between flameholders or 
between the flameholder and the wall is small. 


Combustion efficiency of the reduced- diameter flameholder in the 3-- 

2 


foot afterburner is shown in figure 9. Data are presented for an 
afterburner- inlet temperature of 1660 R and pressures of 750 and 1800 
pounds per square foot absolute in figures 9(a) and (b), respectively. 


Comparison with the reference configuration shows a 25- to 30- 
percentage- point loss in efficiency at an afterburner- inlet velocity of 
400 feet per second. (Distance between the afterburner wall and the 
outer gutter of the reduced- diameter flameholder was 4.375 in. compared 
with 2.875 in. in the reference configuration.) The loss in efficiency 
was thus consistent with the trends found in reference 5. 

The combustion efficiency obtained in the 5^- foot afterburner is 

shown in figure 10. At an afterburner- inlet velocity of 400 feet per 
second, the efficiency was about 13 and 7 percentage points lower than 
that of the reference configuration at pressures of 750 and 1800 pounds 
per square foot absolute, respectively. The increased afterburner length 

thus reduced the large efficiency loss encountered in the short 3~foot 
afterburner . 

Lean blowout limits . - The lean blowout limits at the high and low 
ends of the pressure range at an afterburner- inlet temperature of 1660° R 
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are shown in figure 11. In the 3^-foot afterburner, the limits of both 

C i 

the reduced-diameter flameholder and the reference configuration were 
about the same (fig. ll(a)). 


In figure 11 (b), the lean blowout limits of the 5— foot afterburner 

are shown to be poorer for the reference configuration, especially above 
afterburner- inlet velocities of about 500 feet per second. The limits 
of the reduced- diameter flameholder, however, were virtually unaffected 

by the increase in afterburner length from 3^ to 5^ feet. This is in 

Ci c* 

agreement with reference 5, wherein it is reported that wide baffles and 
short afterburners are more stable. Long afterburners result in rough 
burning and pressure pulsations of considerable amplitude, which reduce 
afterburrler stability. 


No pressure measurements were made in the present investigation to 
determine the magnitude of oscillations. It is felt, however, that the 
wider gutters of the reduced-diameter flameholder (2 in. as compared with 
1 

Ig in.) partially offset the tendency of the long afterburner to narrow 
the lean limits. 

Another possible mechanism contributing to the narrower lean limits 
of the 5~foot reference afterburner is wall quenching. The smaller gap 
between the flameholder and the afterburner wall in the reference con- 
figuration makes the effects of wall quenching more probable and, hence, 
the lean limits poorer than in the reduced- diameter flameholder config- 
uration. Results of detailed studies on quenching are reported in 
reference 1. 


Pressure-loss coefficient . - The afterburner pressure-loss coeffi- 
cients of the reduced- diameter flameholder configuration and the refer- 
ence configuration at an afterburner- inlet temperature of 1660° R and 
pressure of 750 pounds per square foot absolute are shown in figure 12. 
Unless otherwise specified, the afterburner pressure-loss coefficient 
discussed throughout the report is defined as the drop in total pressure 
between the afterburner inlet and the effective nozzle exit divided by 
the dynamic head (total minus static pressures) at the afterburner inlet. 


In both the 3i-foot and 5i-foot afterburners (figs. 12(a) and (b) , 
2 2 


respectively), the nonafterburning pressure-loss coefficients (after- 
burner temperature ratio = 1.0) were about the same as those of the ref- 
erence configuration. Inasmuch as the projected blockage of both flame- 
holders was equal, flameholder drag, and hence pressure loss, would be 
expected to be about the same. 
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Pressure-loss coefficients with afterburning generally increased 
with increasing afterburner temperature ratio and were somewhat higher 
in the reduced-diameter flameholder configuration than in the reference 
configuration. The decrease in pressure-loss coefficients with increas- 
ing velocity in the 3~foot afterburner (fig. 12(a)) is attributed to the 

relative magnitude and rate of increase of the afterburner- inlet dynamic 
head P 7 - P 7 compared with the afterburner pressure drop Py - P 12 « A 
separate examination of these two factors showed that both the dynamic 
head and the pressure drop increased with increasing afterburner- inlet 
velocity, but that the dynamic head increased more rapidly. For instance, 
at an afterburner temperature ratio of 1.7, the pressure-loss coefficient 
decreased about 12 percent over a velocity range of 500 to 600 feet per 
second. The increase in dynamic head over the same velocity range was 
about 42 percent, whereas the pressure drop increased only 26 percent. 

The afterburner pressure-loss coefficients of the reduced-diameter flame- 
holder in this operating range were 1.14 to 1.27 times those of the ref- 
erence configuration. 

In the 5~foot afterburner, the pressure-loss coefficient increased 
with increasing afterburner- inlet velocity and temperature ratio. Inas- 
much as the afterburner- inlet velocities and, hence, the dynamic heads 

were of comparable magnitudes, the pressure drop in the 5^-foot after- 
burner was obviously greater than that in the 3 ^- foot afterburner. The 

cause of the large increase in pressure drop with 2 additional feet of 
afterburner length was not determined. At a temperature ratio of 1.8, 
the pressure-loss coefficient of the reduced-diameter flameholder in- 
creased 20 percent over a velocity range of 500 to 600 feet per second. 
Within this range of velocities, the pressure-loss coefficient of the 
reduced- diameter flameholder was about 1.05 times that of the refer- 
ence configuration. 

Summary. - Reducing the maximum flameholder diameter from 20 inches 
to 17 inches in a 3 ™ foot- long afterburner reduced the combustion effi- 
ciency about 25 to 30 percentage points below that of the reference after- 
burner at an afterburner- inlet pressure of 750 pounds per square foot 
absolute and a velocity of 400 feet per second. At higher pressures and 

an afterburner length of 5 ^ feet, the loss in efficiency at the same 

afterburner- inlet velocity was reduced to within 6 percentage points of 
the reference- configuration efficiency. 

Lean blowout limits were about the same as those of the reference 
configuration and slightly better than those of the reference configura- 
tion above afterburner- inlet velocities of 500 feet per second in the 5^- 
foot afterburner. 
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Pressure-loss coefficients in the 3-^- and S^-foot afterburners were 

Ca u 

about the same as those in the reference configuration during nonafter- 
burning. Pressure-loss coefficients with afterburning were somewhat 
higher than those of the reference configuration and generally increased 
with increasing afterburner temperature ratio. 


Inclined Radial- Gutter Flame holder 


Combustion efficiency . - The inclined radial-gutter flameholder 


with a short cooling liner was operated in a 4i- foot-long afterburner at 


an afterburner- inlet temperature of 1660° R. The combustion efficiency 
obtained is shown in figure 13. Afterburner operation was limited 
to a fuel- air ratio of about 0.055 because the uncooled portion of the 
afterburner shell overheated. 


A comparison of efficiencies at low inlet pressures is shown in 
figure 13(a) for various diffuser- inlet (station 4) conditions, inasmuch 
as total-pressure surveys at the afterburner inlet (station 7) were not 
obtainable. The corresponding afterburner- inlet conditions of the ref- 
erence configuration are listed in parentheses. Performance of the ref- 
erence configuration extends only to its lean blowout fuel- air ratio of 
0.040 to 0.035. The inclined radial-gutter flameholder, however, was 
operable at much leaner fuel-air ratios for all velocities. The com- 
bustion efficiency of the inclined radial- gutter flameholder between 
fuel- air ratios of 0.045 and 0.055 is equal to or only slightly lower 
than that of the reference configuration. 

In general, as the fuel- air ratio was increased, the combustion 
efficiency reached a maximum at a fuel-air ratio of about 0.043 and 
then decreased with further increases in fuel-air ratio. It is sus- 
pected that either nonuniformity in fuel distribution, or a shift in 
flow pattern caused by the portion of the flameholder projecting upstream 
in the diffuser passage, or both, is responsible for this behavior. The 
presence of the cooling passage which permits about 14 percent of the 
flowing gas to be isolated from the mainstream may also affect the occur- 
rence of the peak in efficiency. 

The efficiencies at high inlet pressures are shown in figure 13(b). 
Reference- configuration data above an afterburner- inlet pressure of 1800 
pounds per square foot absolute were not available; hence, the data at 
this pressure are used for a basis of comparison. At a diffuser- inlet 
velocity of 760 feet per second, the efficiencies of the two configura- 
tions showed approximately the same trends. At 600 feet per second, the 
efficiency of the inclined radial-gutter flameholder had a definite droop, 
thus lowering the efficiency 5 to 15 percentage points below that of the 
reference configuration. 
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The efficiency of the inclined radial- gutter flameholder with the 
long cooling liner is shown in figure 14. The long liner alleviated the 
overheating problem and extended the operable range to higher fuel- air 
ratios. The efficiency was equal to or lower than that of the ref- 
erence configuration by 5 to 8 percentage points. The general level of 
efficiency near the maxima was not seriously affected by cooling-liner 
length. The apparent maxima occurred, however, at somewhat higher val- 
ues of fuel-air ratio than in the short-liner configuration. Available 
static-pressure measurements indicated that, with the long liner and at- 
tendant pressure drop, the rate of gas flow in the cooling annulus was 
about one-fourth of that found in the short-liner cooling passage. Such 
changes in flow rate may have changed the flow pattern or fuel distribu- 
tion sufficiently to affect the location of the maxima in efficiency. 

The maximum values of combustion efficiency obtained with the in- 
clined radial-gutter flameholder showed no significant improvement over 
those of the reference configuration. The basics of the flameholder de- 
sign was to provide a circumferential flame seat both at the inner and 
outer radii, thus forming an annulus of unburned mixture surrounded by 
flame surfaces interconnected by radial gutters. The lack of a signifi- 
cant improvement in combustion efficiency may be due to one or all of 
three possible reasons: (l) The flameholder projecting into the diffuser 

passage may have stratified an otherwise uniform fuel-air distribution; 
(2) flame propagation between adjacent inclined radial gutters was not 
complete because of the high-velocity flow field; (3) there was not suf- 
ficient time for the combustion process to go to completion after the 
fuel-air mixture entered the flame-reaction zone. Which of these factors 
was controlling could not be determined from the type of tests made in 
the present investigation. 

Lean blowout limits. - Lean blowout data of the inclined radial- 
gutter flameholder with both cooling liners are shown in figure 15. 
Reference- configuration blowout data to match the 880-pound-per- square- 
foot-absolute diffuser- inlet pressure condition were unavailable. The 
limits at a pressure of approximately 800 pounds per square foot absolute 
are therefore used as a basis of comparison in figure 15(a). The corre- 
sponding afterburner- inlet velocities of the reference configuration are 
shown by an inserted scale to the right of the figure. 

In comparison with the reference configuration, the lean limits 
with the short liner (fig. 15(a)) were considerably better than those 
with the long liner. This is consistent with the suppositions made 
earlier regarding efficiency. Peaks in efficiency at low fuel-air ratios 
followed by decreasing efficiency at higher fuel- air ratios indicate the 
presence of locally rich mixture regions. Such locally rich regions con- 
tinue burning to leaner over- all fuel- air ratios and thus improve the 
lean limits. Changes in flow caused by a long liner may thus affect the 
mass velocity or fuel-air distribution sufficiently to move the lean 
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limits to higher over-all fuel-air ratios. A geometrical factor also 
contributing to better lean limits regardless of flow or mixture dis- 
tribution was the greater width of the inclined radial gutter. 

The lean blowout limits at the high diffuser- inlet pressure level 
are shown in figure 15(b) with values of the diffuser- inlet pressure for 
each point tabulated. The limits of the reference configuration at the 
nearest matching pressure of approximately 1900 pounds per square foot 
absolute are shown for comparison. The inclined radial-gutter flameholdei 
had limits that were better by about 0.01 fuel- air ratio. This improve- 
ment may be attributed to the wider gutters. No large effect of cooling- 
liner length was apparent at this pressure level. 

Lean blowout limits of a baffle- type combustor can be greatly im- 
proved by a fuel- injection system that maintains a locally rich fuel- air 
mixture around the flameholder. Comparisons of lean blowout limits to 
show relative merits of different configurations are not completely fair 
unless a uniform fuel-air mixture is assured in both cases. On the basis 
of results found here and in previous investigations, such as reference 8, 
it may be concluded that at afterburner- inlet flow conditions such as 
low pressure and high velocity, where differences in flame stability are 
most noticeable, a flameholder with wide gutters exhibits greater 
stability. 

Pressure-loss coefficient . - As mentioned previously, pressure in- 
strumentation at station 7 normally used in evaluating afterburner pres- 
sure loss could not be installed in this case (see fig. 4(b)). The over- 
all afterburner pressure-loss coefficient is therefore defined as the 
loss in total pressure between stations 4 and 12 divided by the dynamic 
head (total minus static pressures) at station 4. The pressure-loss 
coefficients of the inclined radial-gutter flameholder configuration 
and the comparative reference configuration thus include the diffuser 
loss. The pressure-loss coefficient is shown in figure 16 for a range 
of diffuser- inlet pressures from 820 to 2000 pounds per square foot abso- 
lute, which corresponds to afterburner- inlet pressures from 780 to 1900 
pounds per square foot in the reference configuration. At a diffuser- 
inlet velocity of 850 feet per second, the loss coefficient with the 
short liner was 1.8 to 2.6 times larger than that of the reference con- 
figuration, depending on the afterburner temperature ratio. The higher 
pressure loss of the inclined radial-gutter flameholder may be attri- 
buted to larger flameholder drag caused by higher projected blockage area 
and the flat-plate shape of the radial-gutter elements. 

The pressure-loss coefficient with the long liner at the same 
diffuser- inlet velocity was 2.5 to 3.8 times that of the reference con- 
figuration. The exact reasons for the larger pressure loss with the long 
liner are not known, although the change in cooling- annulus gas flow is 
felt to be the primary cause. As stated previously, flow in the cooling 
annulus with the long liner was about one- fourth that in the short- liner 
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configuration. This reduction in flow may have affected the formation of 
a vortex sheet along the outer gutter, thus modifying the vorticity and 
turbulence in the wake region and giving rise to larger drag or pressure 
losses. The flow process is visualized schematically in the accompanying 
sketch: 


Flame- 




The flow rate through the short cooling liner was only about 14 per- 
cent of the total afterburner gas flow. A corresponding increase in gas 
flow through the flameholder region from even a complete blockage of the 
cooling annulus cannot be expected to cause such a large observed in- 
crease in pressure loss unless a major change in the flow process, such 
as the one illustrated, has occurred. 

Summary . - The inclined radial-gutter flameholder with either the 
short or the long cooling liner operated at a combustion efficiency equal 
to that of the reference configuration or lower by as much as 5 to 15 per- 
centage points. The efficiency curves exhibited a droop as the fuel-air 
ratio increased. This droop was somewhat less with the long-liner con- 
figuration, and the peak occurred at higher fuel- air ratios than in the 
short- liner configuration. 

Lean blowout limits were considerably better in the short-liner con- 
figuration at the low diffuser-inlet pressure level. At the higher pres- 
sure level, both the short-liner and long-liner configurations were bet- 
ter than the reference configuration by about 0.01 fuel- air ratio. 

With the short-liner configuration, the over-all afterburner pressure- 
loss coefficient (including the diffuser) at a diffuser- inlet velocity of 
850 feet per second was 1.8 to 2.6 times larger than that of the refer- 
ence afterburner. With the long liner, the pressure-loss coefficient in- 
creased 2.5 to 3.8 times that of the reference configuration. 


Tapered- Shell Afterburner 

Combustion efficiency . - The curves shown in figure 17 are cross 
plots of combustion data at an afterburner fuel- air ratio of 0.055 com- 
pared with similar cross plots of data from the reference configuration 
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having an equal afterburner volume. (The length of the cylindrical, or 
reference, afterburner having the same volume as the tapered afterburner 
was computed to be 36 in.) 

Comparisons of efficiency at afterburner- inlet pressure levels of 
750, 1270, and 1800 pounds per square foot absolute are shown in figures 
17(a), (b), and (c), respectively. At each pressure level, where possi- 
ble, curves of combustion efficiency are shown for the three afterburner- 
inlet temperatures. A direct comparison of efficiency at the cross- 
plotted fuel- air ratio of 0.055 was possible only at afterburner- inlet 
velocities near 400 feet per second. The fixed geometry of the largest 
afterburner- exit area (tapered shell with no exhaust nozzle) prevented 
simulation of a higher afterburner- inlet velocity at this fuel-air ratio 
and existing temperature ratio. 

Although the results are not conclusive, the combustion efficien- 
cies of the two configurations near- an afterburner- inlet velocity of 
400 feet per second appeared to agree within 5 percentage points. How- 
ever, the efficiency of the tapered afterburner appeared to decrease 
more rapidly with increasing afterburner- inlet velocity. This is possi- 
bly due to the higher flow velocities in the burning zone of the tapered 
afterburner as the flow area progressively decreased. Such increases in 
velocities are detrimental to flame propagation and hence detrimental to 
combustion efficiency. 

A similar comparison is made in reference 3, in which it is also 
shown that the combustion efficiencies of the tapered and cylindrical 
afterburners showed better agreement when compared on a basis of equal 
afterburner volume rather than on equal length. Afterburner volume in 
either case was determined as that volume existing between two cross- 
sectional planes passing through the trailing edge of the flameholder 
gutters and the effective nozzle exit. The comparison in reference 3, 
however, is limited to two available data points. 

Lean blowout limits . - The lean blowout limits of the tapered after- 
burner and the cylindrical afterburner of equal volume are shown in fig- 
ure 18. Limits at afterburner- inlet pressure levels of 750, 1270, and 
1800 pounds per square foot absolute are shown in figures 18(a), (b), 
and (c), respectively. At each pressure level, data are shown for two 
afterburner- inlet temperatures. In all cases, higher inlet temperature 
shifted the lean limit to lower values of fuel-air ratio. Available 
data are not extensive enough to compare directly the limits over a wide 
range of afterburner- inlet velocities. The lean blowout limits of the 
tapered afterburner, however, narrowed more rapidly with increasing 
afterburner- inlet velocity than those of the reference configuration. 

Afterburner pressure-loss coefficient . - Pressure-loss coefficients 
in the tapered afterburner and in the cylindrical afterburner of equal 
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volume are shown in figure 19 over a range of afterburner- inlet pressures 
from 750 to 1800 pounds per square foot absolute for various values of 
afterburner temperature ratio. With no combustion (temperature ratio = 
1.0), the pressure-loss coefficients were about equal for both config- 
urations. Losses in this case were primarily due to flameholder drag. 
Because the same flameholder was used in both cases, the flameholder drag 
was practically identical. 

With combustion, the pressure-loss coefficient in the tapered after- 
burner was about 1.2 times that of the cylindrical afterburner. The in- 
crease in pressure-loss coefficient per increment of temperature rise 
was also greater in the tapered afterburner. The higher pressure-loss 
coefficient in the tapered afterburner may be attributed to burning and 
heat addition at the higher flow velocities that existed along the after- 
burner as the flow area progressively decreased. 

Summary . - The combustion efficiency of the tapered- shell after- 
burner at a fuel- air ratio of 0.055 and an afterburner- inlet velocity of 
about 400 feet per second was within 5 percentage points of the effi- 
ciency of a cylindrical afterburner having an equal volume. The effi- 
ciency of the tapered-shell afterburner, however, had a tendency to de- 
generate more rapidly with increasing afterburner- inlet velocity. 

Lean blowout limits of the two afterburners shifted to lower values 
of fuel- air ratio as afterburner- inlet temperature increased. The limits 
of the tapered afterburner narrowed more rapidly with increasing 
afterburner- inlet velocity. 

Afterburner pressure-loss coefficients with no combustion were the 
same in both afterburners, but the pressure-loss coefficient with combus- 
tion in the tapered afterburner was about 1.2 times that of the cylin- 
drical afterburner. 


Turbulence Generators 

Some previous studies of flame stabilization and flame spreading 
from baffles in a high-velocity gas stream have shown that increasing 
the approach- stream turbulence increases the width of spreading flames 
but narrows the stability limits. For instance, higher initial rates of 
flame spreading with the introduction of small-scale turbulence are in- 
dicated in reference 5; whereas a 15-percent decrease in stability limits 
as approach- stream turbulence intensity increased from 0.4 to 1.85 per- 
cent is reported in reference 8. 

The intended purpose of the present investigation was to employ 
turbulence generators so as to promote turbulence ahead of the flame 
front and thus increase the rate of flame spreading and combustion 
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efficiency; yet avoid turbulence ahead of the flameholder and thus avoid 
reductions in stability limits. Two types of turbulence generators were 
used; both types of generators were mounted 12 inches downstream of the 
flameholder on a line midway between the two gutter rings. 


Vortex generators. - The vortex- type turbulence generator was 


mounted in a 4—foot cylindrical afterburner and operated at an 

afterburner- inlet temperature of 1660° R. The combustion efficiency of 
this configuration at an afterburner- inlet pressure of 750 pounds per 
square foot absolute and a range of afterburner- inlet velocities is shown 
in figure 20. At velocities of 500 and 550 feet per second; the effi- 


ciency was 3~ to percentage points lower than that of the reference 

C Cj 


configuration over an afterburner fuel- air ratio range from 0.045 to 
0.0675. At an afterburner- inlet velocity of 400 feet per second and a 
fuel-air ratio of 0.0675; the combustion efficiency was about the same 
as that of the reference configuration. 


A direct comparison with the results of reference 7 cannot be made 
because of differences in flameholder details and operating conditions. 
The improvement in efficiency gained by adding vortex generators 13 
inches downstream of the flameholder is reported to be small - in the 
order of 0.5 to 1.0 percentage point. However; as much as 12- 
percentage- point improvement in combustion efficiency was obtained in 
the afterburner of reference 7 as the spacing between the flameholder 
and the vortex generators was reduced from 13 to 2 inches. 


The lean blowout limits are shown in figure 21 at three levels of 
afterburner- inlet pressure. The lean limits at a pressure of 750 pounds 
per square foot absolute were noticeably lower than those of the refer- 
ence configuration but only imperceptively so at the other two pressure 
levels . 


The afterburner pressure-loss coefficient at an afterburner- inlet 
pressure of 750 pounds per square foot absolute is shown in figure 22. 
Nonafterburning pressure-loss coefficients were only slightly higher 
while afterburning pressure-loss coefficients at all afterburner temper- 
ature ratios were considerably higher for the vortex generator than for 
the reference configuration. At the higher afterburner temperature 
ratios, the pressure-loss coefficient increased very sharply with in- 
creasing afterburner- inlet velocity above 400 feet per second. This 
rapid rise may be due to strong flame- generated turbulence caused by heat 
addition and flow acceleration in the presence of high initial turbulence. 
Losses from such a source conceivably can be higher than those in the 
case of no heat addition. At a temperature ratio of 1.8; the pressure- 
loss coefficient was 1.3 and 2.1 times that of the reference configura- 
tion at afterburner- inlet velocities of 400 and 600 feet per second; 
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respectively. At a temperature ratio of 1.0, the pressure-loss coeffi- 
cient at the corresponding afterburner- inlet flow conditions was only 
1.3 and 1.9 times greater than that of the reference configuration. 

Radial- vane mixer . - The combustion efficiency obtained with the 
second type of turbulence generator, the radial-vane mixer, is shown in 
figure 23. Afterburner length and afterburner- inlet conditions were 
identical with those of the previous configuration. In general, the com- 
bustion efficiency was poorer than that of the reference configuration 
by about 5 to 17 percentage points. 

Lean blowout limits, as shown in figure 24, were inferior to the 
reference configuration by a maximum of about 0.004 fuel- air ratio at an 
afterburner- inlet velocity of 475 feet per second and a pressure of 750 
pounds per square foot absolute. 

The afterburner pressure-loss coefficient (fig. 25) at an afterburner 
temperature ratio of 1.8 was 1.5 to 1.9 times that of the reference con- 
figuration at afterburner- inlet velocities of 400 and 600 feet per second 
over a pressure range from 750 to 1270 pounds per square foot absolute. 

In contrast to the behavior of the vortex generator, the pressure-loss 
coefficient of the vane mixer during afterburning did not rise quite as 
rapidly with increasing afterburner- inlet velocity. 

Summary . - Turbulence generators of both types used in this inves- 
tigation operated with a combustion efficiency equal to or lower than 
that of the reference configuration. Only one position of the turbu- 
lence generators relative to the flameholder was used. In reference 7 
a 12-percentage-point improvement in combustion efficiency is reported 
as the spacing between the flameholder and the turbulence generators was 
reduced from 13 to 2 inches. Close spacing may have improved the effi- 
ciency in the present investigation also. 

Lean blowout limits were slightly poorer than those of the refer- 
ence configuration. The afterburner pressure-loss coefficient was as much 
as twice that of the reference configuration at an afterburner- inlet 
velocity of 600 feet per second. 

Results indicate that considerable turbulence was generated but with 
no apparent improvement in combustion efficiency. The scale of turbu- 
lence generated may have been sufficiently large to disturb the flow ex- 
cessively and to disrupt the flame front, thus creating a negative effect 
on flame spreading. The possibility exists, however, that, at some opti- 
mum combination of generator spacing and afterburner length, the effi- 
ciency with the turbulence generators may be higher than that of the 
corresponding reference configuration. 
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SUMMARY OF RESULTS 

The results of an experimental investigation conducted in a 25. 75- 
inch- diameter simulated- afterburner test rig to evaluate the combustion 
performance of (l) a V- gutter flameholder with the maximum gutter-ring 
diameter 3 inches less than that of a reference configuration, but with 
equal projected blockage; (2) an inclined radial-gutter flameholder; 

(3) a tapered-shell afterburner; and (4) a V-gutter flameholder with 
turbulence generators added may be summarized as follows: 

1. Reducing the maximum flameholder diameter in a 3-^- foot-long 
afterburner seriously decreased the combustion efficiency below that of 
the reference configuration. In a foot- long afterburner, the combus- 
tion efficiency obtained with the same flameholder when operated at high 
afterburner- inlet pressures was almost equal to that of the reference 
configuration. Lean blowout limits at high velocities in the long after- 
burner were slightly better than the limits of the reference configura- 
tion. The nonafterburning pressure-loss coefficients were about the same 
for both configurations. Pressure-loss coefficients with afterburning 
were higher than those of the reference configuration and generally in- 
creased with increasing afterburner temperature ratio. 

2. The inclined radial- gutter flameholder with either the short or 
the long cooling liner operated in a foot-long afterburner gave equal 

or slightly lower combustion efficiency, better lean blowout limits, and 
a higher pressure-loss coefficient than those of the reference 
configuration. 

3. The performance of a tapered-shell V-gutter afterburner compared 
with that of a similar cylindrical afterburner having an equivalent 
afterburner volume showed that combustion efficiencies at identical oper- 
ating conditions were about equal, but that the efficiency of the ta- 
pered afterburner appeared to degenerate more rapidly with increasing 
afterburner- inlet velocity. Lean blowout limits similarly narrowed more 
rapidly with increasing velocity. Afterburner pressure- loss coefficient 
during afterburning was higher, but nonafterburning pressure-loss coef- 
ficient was the same, as in the cylindrical afterburner. 

4. Two types of turbulence generators mounted, in each case, 12 

inches downstream of the flameholder and operating in a 4—foot-long 

afterburner gave combustion efficiency equal to or lower than that of 
the conventional V-gutter configuration taken as reference. Lean blowout 
limits were slightly poorer, and the pressure-loss coefficient was much 
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higher, than those of the reference configuration during afterburning at 
high afterburner- inlet velocities. 

Lewis Flight Propulsion Laboratory 

National Advisory Committee for Aeronautics 
Cleveland, Ohio, March 11, 1957 
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APPENDIX A 
SYMBOLS 

A exhaust-nozzle- throat area, sq ft 

f /a fuel -air ratio 

g acceleration due to gravity, 32.17 ft/sec 2 

m mass flow, slugs/sec 

P total pressure, lb/sq ft abs 

p static pressure, lb/sq ft abs 

R gas constant, 53.35 ft-lb/(lb) (°R) 

T total temperature, °R 

V velocity, ft/sec 

w weight flow, lb/sec 

T) combustion efficiency 

Subscripts: 

AB afterburner 

a air 

eff effective 

f fuel 

g gas 

id ideal 

o over all 

p preheater 

st stoichiometric 

u available air 
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3 upstream of airflow measuring screen, mixing- chamber outlet 

4 diffuser inlet 

5 spray-bar inlet 

6 fuel injection 

7 afterburner inlet, diffuser exit 

11 exhaust-nozzle inlet 

12 effective exhaust-nozzle exit 
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APPENDIX B 


METHODS OF CALCULATION 


Air Flow 


The air flow was determined from the measured pressure drop across 
the diffuser- inlet screen calibrated against a series of fixed-area ex- 
haust nozzles of known flow coefficient. Suitable corrections were made 
for the preheater fuel flow included in the gas flow during the calibra- 
tion process. 


The afterburner gas flow was determined by summing up the measured 
air and fuel flows : 


The velocity at the diffuser inlet and exit (or afterburner inlet) 
was computed from measured total and static pressures and the total tem- 
perature by use of the one- dimensional- flow parameters of reference 9, 
which are a function of total- to static-pressure ratio for a given ratio 
of specific heats: 


The temperatures T^ and Ty were assumed equal to T 5 , and the ratio 
of specific heats was assumed to be 1.3. 


Gas Flow 



(Bl) 


Velocity 




Fuel-Air Ratio 


The various fuel-air ratios were defined and computed as follows: 


Preheater fuel- air ratio (f/a)^ =* 



(B3) 


Afterburner total fuel- air ratio (f/a) = — — 

' AB w a 


(B4) 
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Over- all fuel- air ratio (f/a) = - ^*5 

' ‘ o W„ 


(B5) 


Afterburner available air (f/a)^ u » 


Total unburned fuel to afterburner 
Total available air to afterburner 


, w f,AB + ( v f,p ~ v f,p,id) 


w. 


f;P>id 




st 


(B6) 


where ( w f^p - w f,p,i(i) i s fuel not burned in the preheater and 

chargeable to the afterburner, and r ’^\ 1 is the air reacted in the 

(f/ a ) st 

preheater. Dividing the numerator and denominator of equation (B6) by 
w a gives 


(*A 


. (^/ a ) AB + ( f / a )p " ( f / a )p,id 

'AB,U “ TTTs 


(f/ a ) ^ 

v 1 y p,id 
0.0676 


(B7) 


where 0.0676 is the stoichiometric fuel- air ratio for the fuel used. 
But, since 


^ f / a ) AB + ( f / a )n " ( f / a )< 


equation (B7) becomes 


(f/a 


■\ (f/ a )o - (f/ a )p,id 

' ab,u “ rrn^ 


l - 


0.0676 


The ideal preheater fuel-air ratio (f/a) ■ ^ was obtained from refer- 

ence 10. 


Combustion Temperature 


The total temperature of the exhaust gas was computed from the one- 
dimensional-flow continuity equation applied at the effective exhaust- 
nozzle-exit area where sonic-flow velocity was assumed to exist: 
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where 



is the dimensionless total-pressure parameter of refer- 


ence 9 for critical flow at the exhaust nozzle. 


Afterburner Combustion Efficiency 


The afterburner combustion efficiency was defined as the ratio of 
the actual afterburner temperature rise to the theoretical temperature 
rise : 


^AB = 


*12 - ?5 
T 12,id ' T 5 


Values of were obtained by the method of reference 10. 
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Figure 1. - Schematic layout of simulated-afterburner test rig. 
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Figure 2. - Reference- configuration f landholder . Projected "blockage, 29.6 percent 
of combustion- chamber cross-sectional area. (All dimensions in inches.) 


co 


NACA EM E57C01 CONFIDENTIAL 


COKFIDEETIAL 


DO 

CD 




Figure 3. - Reduced- diameter flameholder. Projected blockage, 
of combustion- chamber cross-sectional area. (All dimensions 


29.6 percent 
in inches.) 
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Figure 4. 


Timm ir 

(a) Front view. 

Inclined radial-gutter flameholder. 
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(b) Installed view. (All dimensions in inches.) 

Figure 4. - Concluded. Inclined radial- gutter flameholder. 




CONFIDENTIAL NACA EM E57C01 


CONFIDENTIAL 


4345 


i » 



Figure 5. - Tapered- shell afterburner. (All dimensions in inches.) 
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Figure 6. - Turbulence generators 
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(a) Vortex generator. (b) Ea dial- vane mixer. 


Figure 7« - Turbulence generators installed. 
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(All dimensions in inches.) 
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Figure 8. - Instrumentation stations. (All dimensions in inches.) 
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(a) Afterburner-inlet pressure, 750 pounds per square foot 
absolute . 


Figure 9. - Combustion efficiency 


holder in 3" foot afterburner. 
1660° R. 


of reduced -diameter flame- 
Afterburner- inlet temperature. 
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(b) Afterburner -inlet pressure, 1800 pounds per square foot 
absolute . 

Figure 9. - Concluded. Combustion efficiency of reduced- 
diameter flameholder in 3^ -foot afterburner. Afterburner- 
inlet temperature, 1660° R. 
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04 .05 .06 .07 .08 

Afterburner fuel-air ratio, (f/a)^g u 

(b) Afterburner- inlet pressure, 1800 pounds per square foot absolute. 

Figure 10. - Combustion efficiency of reduced-diameter flameholder in 
5^-- foot afterburner. Afterburner- inlet temperature, 1660° R. 
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Reduced- Reference 
diameter configuration 
flameholder 



(a) Afterburner length, 


3| feet. 


(b) Afterburner length, 5^ feet. 


Figure 11. - Lean blowout limits of reduced-diameter flameholder. Afterburner- inlet temperature, 
1660° R. 
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Figure 12. - Afterburner pressure-loss coefficient 
temperature, 1660° R; afterburner -inlet pressure, 


with reduced -diameter flameholder. Afterburner- inlet 
750 pounds per square inch absolute. 
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Figure 12. - Concluded. Afterburner pressure-loss coefficient with reduced -diameter flameholder .| 

Afterburner- inlet temperature, 1660° R; afterburner- inlet pressure, 750 pounds per square inch absolute. 
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(a) Low-pressure conditions. 

Figure 13. - Combustion efficiency of inclined radial-gutter flameholder with short cool- 
ing liner. Afterburner -inlet temperature, 1660° R; afterburner length, 4~ feet. 
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(b) High-pressure conditions. 

Figure 13. - Concluded. Combustion efficiency of inclined 
radial-gutter flameholder with short cooling liner. 
Afterburner -inlet temperature, 1660° Rj afterburner length, 

4~ feet. 
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(a) Low-pressure conditions. 

Figure 14. - Combustion efficiency of inclined radial-gutter flameholder 
with long cooling liner. Afterburner -inlet temperature, 1660° R; after- 
burner length, 4-i feet. 
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Figure 14. - Concluded. Combustion efficiency of inclined radial-gutter flameholder with 
long cooling liner. Afterburner -inlet temperature, 1660° Rj afterburner length, feet. 
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(a) Low diffuser-inlet pressure. 

Figure 15. - Lean blowout limits of inclined 
radial -gutter flameholder with long and 
short cooling liners. Afterburner -inlet 
temperature, 1660° R; afterburner length, 

4| feet . 
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(b) High diffuser-inlet pressure. 

Figure 15. - Concluded. Lean blowout limits of in- 
clined radial-gutter flameholder with long and 
short cooling liners. Afterburner -inlet tempera- 
ture, 1660° R; afterburner length, 4^- feet. 
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Figure 16. - Over-all afterburner pressure-loss coefficient of inclined radial-gutter flameholder with 
Sag and short cooling liners. Afterburner- inlet temperature, 1660° R, diffuser-inlet pressures 820 
to 2000 pounds per square foot absolute (approx, afterburner- inlet pressures, 780 to 1900 lb/sq ft), 

afterburner length, 4^ feet. 
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(a) Afterburner- inlet pressure, 750 pounds per square foot absolute. 

Figure 17. - Comparative combustion efficiencies of tapered- shell afterburner at afterburner fuel- air 
ratio of 0.055. Shell taper, 5° half- angle; afterburner length, 3-i feet. 
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(b) Afterburner- inlet pressure, 1270 pounds per square foot absolute. 

Continued. Comparative combustion efficiencies of tapered- shell afterburner at afterburner 

- 1 


fuel-air ratio of 0.055. Shell taper, 5° half-angle; afterburner length, 3-| feet 
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(c) Afterburner- inlet pressure, 1800 pounds per square foot absolute. 

Figure 17. - Concluded. Comparative combustion efficiencies of tapered-shell afterburner at afterburner fuel 
air ratio of 0.055. Shell taper, 5° half- angle; afterburner length, 3 t> feet. 
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(a) Afterburner- inlet pressure, 750 pounds per 
square foot absolute. 

Figure 18. - Lean blowout limits of tapered-shell 
afterburner. Shell taper, 5° half-angle; after- 
burner length, 3^* feet. 
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(b) Afterburner- inlet pressure, 1270 pounds per 
square foot absolute. 

Figure 18. - Continued. Lean blowout limits of 
tapered- shell afterburner. Shell taper, 5° 

half -angle; afterburner length, 3^- feet. 
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(c) Afterburner- inlet pressure, 1800 pounds per 
square foot absolute. 

Figure 18. - Concluded. Lean blowout limits of 
tapered-shell afterburner. Shell taper, 5° 

half-angle; afterburner length, 3i feet. 
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Figure 19. - Afterburner pressure-loss coefficient of tapered-shell afterburner. Shell taper, 5° half-angle; 
afterburner length, 3-g feet; afterburner- inlet pressures, 750 to 1800 pounds per square foot absolute. 




(JafiPUMflAi** ** NACA EM E57C01 


Combustion efficiency, T), percent 


NACA EM E57C01 


C GNF IDENTICAL 


55 



.04 .05 .06 .07 .08 

Afterburner fuel-air ratio, (f/a ) ^ u 


Figure 20. - Combustion efficiency of vortex turbulence generator. 
Afterburner- inlet temperature, 1660° R ; afterburner- inlet pressure, 

750 pounds per square foot absolute; afterburner length, 4r| feet. 
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Figure 21. - Lean blowout limits of vortex turbulence generator. 

Afterburner- inlet temperature, 1660° R; afterburner length, 4^ 
feet. ' 2 
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Figure 22. - Afterburner pressure-loss coefficient of vortex turbulence generator. 
Afterburner -in let temperature, 1660° R; afterburner- inlet pressure, 750 pounds per 

square foot absolute; afterburner length, 4| feet. 
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Figure 23. - Combustion efficiency of radial-vane mixer. 
Afterburner-inlet temperature, 1660° R; afterburner- inlet 
pressure, 750 pounds per square foot absolute; after- 
burner length, 4— feet. 
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Figure 24. - Lean blowout limits of radial- vane 
mixer. Afterburner-inlet temperature, 1660° R; 

afterburner length, 4— feet. 
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Figure 25. - Afterburner pressure-loss coefficient of radial-vane mixer. 
Afterburner- inlet temperature , 1660° R; afterburner- inlet pressures, 750 

to 1270 pounds per square foot absolute; afterburner length, 4^ feet. 
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